DEALS AND PLANKS. 
(PORT OF CORK.) 



RETURN to an Order of the Honourable The House of Commons, 
dated 2 March 1841 ; —for , 




AN ACCOUNT of the Quantity of Deals and Planks Imported into the Port of Cork, 
during the Year ending the 5th day of January 1841; distinguishing the Quantities 
of each particular Dimension. 



Quantities Imported 
into the Port of Cork 
during the Year 
ending 5th January 1841. 



Deals ; viz. 








Above 7 inches wide, above 16 and not exceeding 21 feet long, and 
not exceeding 3 \ inches thick - - - - _ 


C. 

0 


Qrs. 

0 


No. 

5 


Above 7 inches wide, above 21 and not exceeding 45 feet long, and 
not exceeding 3 | inches thick 


0 


0 


21 


Above 7 and not exceeding 12 inches wide, and not exceeding 3 \ inches 
thick, above 8 and not exceeding 12 feet lon°- r 


29 


3 


27 


Above 7 and not exceeding 12 inches wide, and not exceeding 3 | inches 
thick, above 12 and not exceeding 14 feet long - - - . - 


7 


2 


16 


Aboye 7 and not exceeding 12 inches wide, and not exceeding 3 \ inches 
thick, above 14 and not exceeding 16 feet long - 


5 


1 


9 


Above 7 and not exceeding 12 inches wide, and not exceeding 3 \ inches 
thick, above 16 and not exceeding 18 feet long - - - _ 


3 


0 


27 


Above 7 and not exceeding 12 inches wide, and not exceeding 3 \ inches 
thick, above 18 and not exceeding 20 feet long - 


3 


1 


12 


Exceeding 8 feet long, of any British Possession in America 


1,458 


1 


26 




1,5,08 


0 


23 


Deal Ends ; viz. 1 








Above 7 and not exceeding 12 inches wide, under 8 feet long, and not 
exceeding 3 £ inches thick 


4 


1 


13 


Under 8 feet long, of any British Possession in America - 


25 ' 


2 


9 




29 


3 


22 


Deals and Deal Ends of all sorts, of any British Possession in 
America (imported before 25th June 1840) - 


265 


3. 


4 


Battens; viz. 








Exceeding 20 and not exceeding 45 feet in length, not above 7 inches 
wide, and not exceeding 3 ? £ inches thick - 


0 


1 


0 


Exceeding 8 feet long, of any British Possession in America 


60 


1 


27 




60 


2 


27 



Planks 



Nil. 



Inspector-General’s Office,. 
Custom-house, London, 

7 April 1841. 



William Irving, 

Inspector-General of Imports and Exports. 
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